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Message Text 


CONFIDENTIAL 

PAGE 01 LENING01163 281359Z 
51 

ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

097273 

R281330Z JUL 75 
FM AMCONSUL LENINGRAD 
TO AMCONSUL FRANKFURT 
INFO SECSTATE WASHDC 1443 

CONFIDENTIAL LENINGRAD 1 163 

EO 11652GDS 
TAGS: ASEC 

SUBJ: EQUIPMENT FAILURE 

FRANKFURT FOR RTC, DEPARTMENT FOR SY/T 

1. DUE TO DSI 803 MONITOR FAILURE AND OUR INABILITY TO 
RESOLVE SAME THUS FAR, REQUEST ONE UNIT TO BE POUCHED ASAP. 
THIS UNIT MUST BE PROGRAMMED TO DISPLAY ZONES 5 THROUGH 
15. 

2. SYMPTOMS ARE, NOTHING WHEN TEST BUTTON IS DEPRESSED, 
SOUND OR LIGHTS. NO LINE FAULT INDICATION, PRIMARY AND 
BATTERY POWER SHOW NORMAL. FAULT APPEARS TO BE IN PC BOARD 
MOUNTED ON ASSY 1803. NO SPARE PARTS ARE AVAILABLE. 

3. WILL POUCH FAULTY UNIT TO SY/T FOR REPAIR IF PROBLEM 
NOT CORRECTED BY TIME OF OUR NEXT OUTGOING. 

NEUBERT 
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